Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

State Laboratory Institute Amherst Drug Laboratory 

Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: L $ LU A if 
Name and Rank of Submitting Officer: 


Defendant(s) Name (last, first, initial): 



Police Reference No. 



A£AO c-ofr / _ • 


To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 




Received by: 



Date:_ *7 [/_ 














City: Lawrence Police Dept. 

OCCHI 


Officer: Detect ive NEIL 1 
Def: 



Amount: 


Date Analyzed: 


Subst: SUB 



No. Cont: 15 Cont: pb 

DateRec’d: 06/07/2011 
Gross Wt.: 8.54 


Prelim: Findings; 

-h Coca-/a) C (c£s) 


No. Analyzed:^^) 


Net Weight: esrcf 19 
#Tests f/i " 


, • tm( 


7 





DRUG 

SAMPLE 
P HYSICAL DESCRIPTION : 



FORM 

AGENCY 


ANALYST. 


CSS 


1/to mS ok 





V s * 3 Uj -- y.ffg 


^jwU: 

' SiUr- 



r szi rn ts 

sty ,. ^ 


v3 C oh> ■ l/>^ "h tt'Ccsf 

3 M < 2 ^ — 

J? friJLcJL. — 

3 , a*o£ +■ 

3 TL — +■ cuuJl 

S (yC +- CJGUmJI' 


£STM wT OF /y 

L y s - ^ 


PRELIMINARY TEST RESULTS 
RESULTS (3d_C4J_As3_ 
DATE /d/Z-ifit 


GC'/MS CONFIRMATORY TEST 


RESULTS 

MS 

OPERATOR_ 
DATE 


3 ~h QCAOn t , 
fcnc 

_ ll/z/ll . 


Folk OIG PRR 063257 



m 


Samole 


# samples tested; 


Gross 
# Weight 

T~ 0&53 

2 d>£o£l 

3 


Packet Weight 


Net 

Weight 


fi< M£_ 
O' [111 


Gross 

Weight 


i LS s 


Packet Weight Weight 


t2- 


Xl±± 2i £Kl 


25 _ 

Calculations: 


/ L%M&0 

■± a-snvi 


est aF-n 


Revised 712005 


Folk OIG PRR 063258 







Data File C:\CHEM32\1\DATA\SIG1000002,D 
Sample Name: COKE/CODEINE 


Acq* Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD Seq. Line : 2 

DrugLab GC #1 Location : Vial 2 

10/24/2011 1:24:11 PM Inj : 1 

Inj Volume : 1 pi 

C:\CH£M32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\l\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 





Area Percent Report 


Sorted By : 

Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

1,00000 

[ng/ul] 

Do not use Multiplier & 

Dilution Factor with 

I STDs 


(not used in calc.) 


Signal 1: FIDl A, 


Peak RetTime Sig Type Area 


# [min] 


1 0*964 1 

2 3*858 1 

3 4.494 1 


[pA*s] 


BB S 1.81454e4 
BB 31.45099 

BB 24.00488 


Height - Area 
[pA] 


9864.57910 99.69531 
36.59053 0.17280 

24.81349 0.13189 


Totals 


1,82009e4 9925.98312 


*** End of Report * 


Page 1 of 1 

Folk OIG_PRR_063259 


DrugLab GC #1 10/24/2011 1:34:12 PM ASD 























Data File C:\CHEM32\1\DATA\SIG1000004.D 
Sample Name: Bll-06290-1 




Acq, Operator 
Acq. Instrument 
Injection Date 

Sequence File 
Method 

Last changed 


ASD • Seq. Line 

DrugLab GC #1 Location 

10/24/2011 1:50:29 PM Inj 

Inj Volume 

C:\CHEM32\1\SEQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\ROOTINE.M 
12/16/2010 11:45:09 AM by ASD 


Vial 4 
1 

1 pi 



Area Percent Report 


Sorted By : 

Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

i—* 

o 

o 

o 

o 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier & 

Dilution Factor with 

I STDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] [ P A*s] [pA] % 


1 0.963 1 BB S 1.92418e4 1.22773e4 99,45857 

2 3.864 1 BB 104.74850 106.97689 0.54143 


Totals : 


1.934 66e4 1.23843e4 


*** End of Report *** 


DrugLab GC #1 10/24/2011 2:00:29 PM ASD 


Page 1 of 1 

Folk OIG_PRRJ)63260 



















^ 2 - 


Data File C:\CHEM32\1\DATA\SIG1G00005.D 
Sample Namer Bll-06290-2 


Acq. Operator 
Acq. Instrument 
■ Injection Date 

Sequence File 
Method 

Last changed 


ASD Seq. Line : 5 

DrugLab GC #1 Location : Vial 5 

10/24/2011 2:03:41 PM Inj : 1 

Inj Volume : 1 pi 

C:\CHEM32\l\SEQOENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\ROUTINE.M 
12/16/2010 11:45:09 AM by ASD 



Area Percent Report 


Sorted By : 

Retention Time 


Multiplier: 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

: 1.00000 

[ng/ul] 

Do not use Multiplier & 

Dilution Factor with 

ISTDs 


(not used in calc*) 


Signal 1: FID1 A-, 

Peak RetTime Sig Type Area Height Area 

# [min] [pA*s] [pA] % 

—--I--l"“ I-I--|--“I-- 

1 0 * 963 1 BB S 2 * 00560e4 1.24993e4 99*33335 

2 3.866 1 BB 134.60014 132.46461 0.66665 


Totals : 


2.01906e4 1.26318e4 


“«= = ==:= 


End of Report 


DrugLab GC #1 10/24/2011 2:13:42 PM ASD 


Page 1 of 1 

Folk OIG PRR_063261 
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Data File C:\CHEM32\1\DATA\SIG1000006.D 
Sample Name: B11^06290-3 


Acq. Operator 
Acq. Instrument 
Injection Date 

Sequence File 

Method 

Last changed 


ASD Seq, Line : 6 

DrugLab GC #1 Location : Vial 6 

10/24/2011 2:17:00 PM Inj : 1 

Inj Volume : 1 pi 

C:\CHEM32\1\$EQUENCE\DEFAULT.S 
C:\CHEM32\1\METHODS\ROUTINE.M 
12/16/2010 11:45:09 Aid by ASD 



Area Percent Report 


Sorted By : 

Retention Time 


Multiplier; 

: 1.0000 


Dilution: 

: 1.0000 


Sample Amount: 

; 1.00000 

fng/ul] 

Do not use Multiplier & 

Dilution Factor with 

ISTDs 


(not used in calc.) 


Signal 1: FID1 A, 

Peak RetTime Sig Type Area Height Area 

# [min] . [pA*s] [pA] % 


1 0»962 1 BB S 2.07433e4 1.26378e4 99.19329 

2 3.869 1 BB 168.69902 153.46216 0.80671 


Totals : 


2.09120e4 1.27912e4 


*** End of Report *** 


\ 


DrugLab GC #1 10/24/2011 2:27:00 PM ASD 


Page 1 of 1 

Folk OIG_PRR_063262 





















Folk OIG PRR_063263 
















